10’ x 12’ 
Oven 


$26,800 
OBO 


Industrial Bake-Out Oven 


For a complete listing of equipment go to 


Py 


ay N 
Estimates Specifications: 


Honeywell Controllers 

Inside dimentions:9'X10' 

w/ blower 650-700 degree F, 
Afterburner 1400-1700 degree F 


Thousands of parts and 
assemblies to choose 


from at 


All items subject to 


stock on hand. 


New items being added 


weekly 


All sales are final 


Order online or call: 
831-439-6464 
or fax (831) 401-2295 


ALL ORDERS COD, CASHIERS CHECK or CREDIT CARD, SHIPPING & HANDLING TO BE ADDED 
STANDARD CREDIT TERMS MAY BE AVAILABLE. SPECIAL PRICING “AS IS / WHERE IS” APPLICABLE CA TAXES APPLY 


